REF ID : A67026-) * , ] 7 / ^ 

3 ^ 

CROSS REFERENCE SHEET 


MAIN SUBJECT ^ ' CLASSIFICATION NUMBER 

Installation SldlOT Embassy Home Radiogram ASA Europe 

AS- CM 17720 Ottt 15823 

T(ABA 80 * Date of Communication' 7 BOV. 1947 

FronASA ■•49i|fA.P^SE F Date of Basic Document 7 BOV. 1947 

BRIEF SUMMARY 

Ho quo at for equipment and Installation personnel by C3IQO EUCOM 
reveals proposed SIOTOT installation American Embassy Borne. Equipment 
and personnel available. Bo information available about systems to be 
provided and other terminals or oiroults. Bequest #8X00 Dept. of Army 
and State Dept be oontaoted and this agency furnished details. 

Bo other terminals contemplated at present. Systems to be 
furnished by State Dept. 
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Typist MlM J| ee0a Date of Classifying. 12 BOV. 1947 

CROSS REFERENCE NUMBERS 

FILE Attache D.S. Military 






